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L. Production st the Benzinwerk Béhlen for the month of June 1952 included 
the following: 


ly SUNG ng o0s 056 be eee naessok005 tone AT 

i Garb 4. <r 1243 tons AT 

12 June. coccssescccceecese L008 tons T 42 

LA June.scccsscccevvscscccoesHoe tons experimental fuel 2=2-4 
Lh June. oecccveccoovevevesescGoh cons experimental fuel "5S" * 
18 June. oococsecccsecesceeot5O06 tons T 1 

24 JUNE. .-50cceencescaaeo.efhQ tons AT 

Qh JUNEsccovcevvcsvecce000L57e tons T 1 

25 June, .cvccaccesosvovesct540 tons T 62 

2B June. cousccccvcorcescasvGe0 tons AT 

30 Jun€ococacevosoecesseookehO tons AT 


2. Béhlen production for the month of July included the following: 


2 JULY scocrsesececcecesesoh23h tons AT 

3 July. : cs cveccvesccecusovoedoL tons experimental fuel 2-2-4 
3 JulyccoorcvscosvccvscovoecoeS tons experimental fuel "5" 

O JUL ioc sr cesbdcavaceeenedoeO tons. AT 

13: JULY sc ces acvsen stacy eeBhO tons T 62 

VB July. ccasccocsocseuevcok020 tons AT 

AQ WIV soon cbdeten de eesgeas loo tone AT 

26 JULY coe suet eciosesesealOdO tons. 1 

27 SOY c6seu4s ooduesencesolhed tons AT 


Nar 


On 13 August 1952, the entire plant lay idlel Cid 25X1 
because the power supply failed; the failure was caused by trouble in 
the steam generator of the power works. 


25X1 ‘L omrent: "3" indicates second type.) 
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